r 


INDEX  FOR  1991 


INDEX  TO  EDITORIAL  FEATURES  AND 
NEW  SOFTWARE  PRODUCTS  IN  1991 


EDITORIAL  FEATURES  1991 

VOL  22  NO.  1  January  1991 

The  CASE  Market  —  An  Overview ...  Information  Architech  Ltd. 
The  C.A.S.E.  Market ...  A.K.  Thompson,  Inst,  of  Computer 
Engineering,  Belfast 

ESF  —  A  European  Programme  for  Evolutionary  Introduction  of 
Software  Factories ...  Richard  Thomas,  Christer  Fernstroem,  Olaf 
Hesse 

Software  in  Europe  —  Copyright 

The  East  Euraka  Project ...  Societe  Francaise  de  Gente  Logiciel 
VOL  22  NO.  2  April  1991 

Sales  Automation  Software ...  Market  Intelligence  Res.  Corp. 
SPE  —  Software  Performance  Engineering  ...  Software  Product 
Services  Ltd. 

Neural  Networks:  A  Component  of  Information  Technology, 

Alan  Hall,  Scientific  Computers 

Repositories:  Myth  and  Reality  ...  IPSYS  Software  PLC 


Repository  Wars  —  Excelerator  Attacks  CASE  Industry  for 
Jumping  on  Repository  Bandwagon 

VOL  22  NO.  3  July  1991 

Benefits  and  Applications  of  Neural  Networks ...  Tony  Morgan, 
SD-Scicon  (UK)  Ltd. 

CFD  Solves  Thermal  and  Oceanology  Problems ...  G.L.  Quarini, 
R.  Lonsdale,  N.  Wilkes  and  R.  Stainsby,  AEATechnology  Harwell 
Software  Market  Reports  —  CASE  Tools 

VOL  22  NO.  4  October  1991 

Automating  Your  Software  Testing  ...  Tom  Hankinson,  M.D. 
Performance  Software  Ltd. 

Market  Report  Engineering  Technologies  —  Sales  Automation 
Supporting  National  Languages  ...  Kevin  Wharton,  Oracle 
Corporation 


NEW  SOFTWARE  PRODUCTS 


Program  Type 


Name 


Page  Issue 


Program  Type 


Name 


Page  Issue 


SAA  Fortran  Compiler 

IBM  FORTRAN/400 

21 

2 

3X  to  AS/400  Migrator 

ANALYSER  S/3X 

22 

2 

4GL  Applications  Dev. 

INGRES  VISION 

20 

3 

Accounts  for  Retail 

OPTIMA  ON  RS/6000 

19 

2 

ADATester 

ADATEST 

21 

2 

Al  Mapping 

AUTOMATORQA 

22 

4 

Anti  Virus 

DR  SOLOMON  V  5.0 

21 

4 

Antivirus 

ANTIVIRUS  V  1.5 

21 

4 

Application  Design 

JADVISION 

22 

3 

AS/400  Code  Generator 

QUERY+PLUS 

21 

1 

AS/400  Utility 

ELIMIN8 

15 

4 

Auto  Flow  Chart  for  HP 

ALMA 

21 

3 

Batch  Traceability 

SWAN  MANUFACTURING 

23 

3 

Business  indicator 

VISION  2000 

18 

4 

Business  Planning 

VAXFCS  Rel.2.3 

22 

2 

Business  Planning 

PROJECT  BRIDGE 

16 

4 

C  Compiler 

ICC8051 

21 

1 

C  Compiler 

DIPLOMA/C 

22 

2 

C  Library 

DATA  WINDOWS  LIBRARY 

19 

3 

CAD  System 

AUTOCAD  AEC  2.1 

16 

4 

CADCAM  System 

CAD  400  English  Version 

16 

4 

Case  for  AD/Cycle 

BSDT 

20 

1 

CASE  Integration 

SE/OPEN 

23 

4 

CASE  Tool 

ARCHITECH 

21 

1 

CASE  Tool 

ADA/ANTAGE 

21 

2 

Case  Tool  for  AS/400 

TELON 

21 

3 

Chemical  Product  Model 

UNICHEM 

17 

4 

Cobol  Editor 

VIA/SMARTEDIT 

19 

1 

Connectivity 

RUMBA  3.0 

20 

3 

Construction  Industry 

UNIBUILD  XL 

22 

3 

Data  Analysis 

CPTrak.CPExpert 

22 

3 

Data  Centre  Management 

YHE  SOLUTION  SERIES 

17 

4 

Data  Collection  System 

CHASER 

19 

4 

Design  Report  System 

EDC 

22 

3 

Disaster  Recovery 

ARISE  11 

21 

3 

Distribution 

WAREHOUSE  MANAGEMENT 

19 

3 

Document  Creation 

WYSIWORD 

19 

3 

Document  Imaging 

ROCCIMAGE 

19 

4 

Document  Management 

BDMS 

19 

3 

Drawing  Control 

DE/CARTES 

22 

4 

Electronic  Mail 

NOTEKEEPER 

22 

2 

Executive  Information 

CORPORATEGENIUS 

19 

2 

Factory  Management 

CIMITAR 

23 

3 

Financial  Expert  System 

Portfolio  Monitor 

20 

2 

Financial  Management 

FUNDTRACKER 

20 

4 

Financial  Management 

FM2000 

20 

2 

Fixed  Assets  Management 

CODA  ASSETS 

19 

4 

Fleet  Management  System 

PROFLEET 

19 

2 

Fraud  Detector 

BIS-SAFE 

19 

1 

French  Securities 

FRENCH  DOMESTIC  OPTION 

20 

2 

Graphics  for  RS/6000 

POWER  GT4X,GT48iGT3 

20 

4 

Graphics  for  Structures 

STRAP 

23 

3 

Graphics  for  Xi  Plus 

XIGRADIX 

20 

2 

IBM  Systems  Management 

IBM  SYSTEM  VIEW 

20 

1 

Icon  Toolkit 

DEC  RT  INTEGRATOR 

21 

2 

Image  Management  6000 

DORODOC 

20 

4 

Ind.  System  Design 

AGE 

15 

4 

Insurance  Software 

IS/2 

20 

1 

Integrated  Accounting 

WESSEX  ACCOUNTING  SYSTEM 

22 

4 

integrated  Software 

CHECKBOOK 

20 

4 

Intellect  Language  in  C 

INTELLECT  400 

18 

4 

Interactive  Query  Tool 

PROJECT  ANALYSER 

21 

3 

Knowledge  Acquisition 

K-STATION 

22 

3 

Knowledge  Management 

TESTBENCH 

21 

2 

LanTool 

PLAN/1 

21 

1 

Library  Management 

REFWRITER 

17 

4 

Louvre  Design 

CADFILE 

22 

4 

Management  Assessment 

MENTA 

19 

4 

Management  of  AS/400 

OZONE 

17 

4 

Management  of  MVS/XA 
Manufacturing  &  Prod. 

(MV)MANAGER  FOR  MVS 

17 

4 

MPS/400 

19 

1 

Manufacturing  Software 

COSAR 

22 

4 

Map/Data  T  ransfer 

CADLINK 

20 

3 

Matrix  Solver  Parallel 

FAST  MATRIX  SOLVER 

23 

3 

MethodologyTool 

Multilingual  Systems 

METHOD/1* 

ACCESS  TOOLKIT 

21 

21 

1 

1 

Neural  Network DevTool 

NEURALWORKS  PROFESSIONAL 

19 

1 

Neural  Networks 

AUTONET 

19 

1 

Numerical  Data  Display 

PV-WAVE:NAG 

16 

4 

Object  Orientated 

OBJECTWORKS/SMALLTALK  4.0 

19 

1 

Object  Oriented  Design 

OOSD/ADA 

22 

2 

Operating  System 

CONVEXOSV.9.0 

20 

2 

Order  Processing 

SCHEDULING 

19 

2 

Performance  Monitoring 

VTAM 

22 

2 

Personal  Finance 

CHEQUE-IT-OUT 

16 

4 

Personnel  Management 

RESOURCE 

18 

4 

Poplog  for  Windows 

POPLOG  V14.0 

21 

3 

Presentation  Manager 

CASE:  PM 

16 

4 

Production  Planning 

FINITE  CAPACITY  SCHEDULER 

19 

4 

Project  Management 

ADPS/SSADM 

21 

2 

Project  Workbench 

PROJECT  GRAPHICS  REL  3.0 

19 

4 

Resource  Manipulation 

MASS-1 1  CALENDAR 

20 

4 

Risk  Forecasting 

PREDICT 

19 

4 

Sales  and  Marketing 

ENSURE  PLUS 

19 

3 

Sales  Mana^ment 

Sales  Order  Processing 

ENSURE  PLUS 

19 

2 

ADVANCED  ORDER  ENTRY 

19 

2 

Security  System 

DAS-2 

21 

4 

Shop  Floor  Production 

GRASP 

19 

2 

Software  Development 

AIDA 

23 

4 

Software  Testing 

COMMAND  CENTRE 

22 

4 

Software  Testing 

SMARTTEST 

23 

4 

Sorting  Data 

PLSORT 

19 

1 

Space  Planner 

AUTOFORM  V.2.0 

19 

1 

Spreadsheet 

MASS-11 

23 

3 

Spreadsheet  for  RS/6000 

20/20  Spreadsheet 

20 

4 

Spreadsheet  Lotus  1  -2-3 

D 1-2-3 

18 

4 

Steel  Stockholding 

TRADER  400 

19 

2 

Systems 

LIFESPAN  V.7 

15 

4 

Systems  Analysis 

BACHMAN/ANALYST 

19 

1 

Taurus  Development 

CERT 

20 

2 

Telephone  Applications 

TELETAPS 

20 

3 

Ultrix/RISC  Environment 

CA-DISSPLAV.il 

21 

2 

Unix  Plant  Design  System 

PDMS-DESIGN 

17 

4 

Unix  Statistics 

INFORMER 

21 

3 

VAT  Control  System 

VAC 

17 

4 

24 


Software  World.  Vol.  23  No.  1 


r 


INDEX  FOR  1991 


INDEX  TO  EDITORIAL  FEATURES  AND 
NEW  SOFTWARE  PRODUCTS  IN  1991 


EDITORIAL  FEATURES  1991 

VOL  22  NO.  1  January  1991 

The  CASE  Market  —  An  Overview ...  Information  Architech  Ltd. 
The  C.A.S.E.  Market ...  A.K.  Thompson,  Inst,  of  Computer 
Engineering,  Belfast 

ESF  —  A  European  Programme  for  Evolutionary  Introduction  of 
Software  Factories ...  Richard  Thomas,  Christer  Fernstroem,  Olaf 
Hesse 

Software  in  Europe  —  Copyright 

The  East  Euraka  Project ...  Societe  Francaise  de  Gente  Logiciel 
VOL  22  NO.  2  April  1991 

Sales  Automation  Software ...  Market  Intelligence  Res.  Corp. 
SPE  —  Software  Performance  Engineering  ...  Software  Product 
Services  Ltd. 

Neural  Networks:  A  Component  of  Information  Technology, 

Alan  Hall,  Scientific  Computers 

Repositories:  Myth  and  Reality  ...  IPSYS  Software  PLC 


Repository  Wars  —  Excelerator  Attacks  CASE  Industry  for 
Jumping  on  Repository  Bandwagon 

VOL  22  NO.  3  July  1991 

Benefits  and  Applications  of  Neural  Networks ...  Tony  Morgan, 
SD-Scicon  (UK)  Ltd. 

CFD  Solves  Thermal  and  Oceanology  Problems ...  G.L.  Quarini, 
R.  Lonsdale,  N.  Wilkes  and  R.  Stainsby,  AEATechnology  Harwell 
Software  Market  Reports  —  CASE  Tools 

VOL  22  NO.  4  October  1991 

Automating  Your  Software  Testing  ...  Tom  Hankinson,  M.D. 
Performance  Software  Ltd. 

Market  Report  Engineering  Technologies  —  Sales  Automation 
Supporting  National  Languages  ...  Kevin  Wharton,  Oracle 
Corporation 


NEW  SOFTWARE  PRODUCTS 


Program  Type 


Name 


Page  Issue 


Program  Type 


Name 


Page  Issue 


SAA  Fortran  Compiler 

IBM  FORTRAN/400 

21 

2 

3X  to  AS/400  Migrator 

ANALYSER  S/3X 

22 

2 

4GL  Applications  Dev. 

INGRES  VISION 

20 

3 

Accounts  for  Retail 

OPTIMA  ON  RS/6000 

19 

2 

ADATester 

ADATEST 

21 

2 

Al  Mapping 

AUTOMATORQA 

22 

4 

Anti  Virus 

DR  SOLOMON  V  5.0 

21 

4 

Antivirus 

ANTIVIRUS  V  1.5 

21 

4 

Application  Design 

JADVISION 

22 

3 

AS/400  Code  Generator 

QUERY+PLUS 

21 

1 

AS/400  Utility 

ELIMIN8 

15 

4 

Auto  Flow  Chart  for  HP 

ALMA 

21 

3 

Batch  Traceability 

SWAN  MANUFACTURING 

23 

3 

Business  indicator 

VISION  2000 

18 

4 

Business  Planning 

VAXFCS  Rel.2.3 

22 

2 

Business  Planning 

PROJECT  BRIDGE 

16 

4 

C  Compiler 

ICC8051 

21 

1 

C  Compiler 

DIPLOMA/C 

22 

2 

C  Library 

DATA  WINDOWS  LIBRARY 

19 

3 

CAD  System 

AUTOCAD  AEC  2.1 

16 

4 

CADCAM  System 

CAD  400  English  Version 

16 

4 

Case  for  AD/Cycle 

BSDT 

20 

1 

CASE  Integration 

SE/OPEN 

23 

4 

CASE  Tool 

ARCHITECH 

21 

1 

CASE  Tool 

ADA/ANTAGE 

21 

2 

Case  Tool  for  AS/400 

TELON 

21 

3 

Chemical  Product  Model 

UNICHEM 

17 

4 

Cobol  Editor 

VIA/SMARTEDIT 

19 

1 

Connectivity 

RUMBA  3.0 

20 

3 

Construction  Industry 

UNIBUILD  XL 

22 

3 

Data  Analysis 

CPTrak.CPExpert 

22 

3 

Data  Centre  Management 

YHE  SOLUTION  SERIES 

17 

4 

Data  Collection  System 

CHASER 

19 

4 

Design  Report  System 

EDC 

22 

3 

Disaster  Recovery 

ARISE  11 

21 

3 

Distribution 

WAREHOUSE  MANAGEMENT 

19 

3 

Document  Creation 

WYSIWORD 

19 

3 

Document  Imaging 

ROCCIMAGE 

19 

4 

Document  Management 

BDMS 

19 

3 

Drawing  Control 

DE/CARTES 

22 

4 

Electronic  Mail 

NOTEKEEPER 

22 

2 

Executive  Information 

CORPORATEGENIUS 

19 

2 

Factory  Management 

CIMITAR 

23 

3 

Financial  Expert  System 

Portfolio  Monitor 

20 

2 

Financial  Management 

FUNDTRACKER 

20 

4 

Financial  Management 

FM2000 

20 

2 

Fixed  Assets  Management 

CODA  ASSETS 

19 

4 

Fleet  Management  System 

PROFLEET 

19 

2 

Fraud  Detector 

BIS-SAFE 

19 

1 

French  Securities 

FRENCH  DOMESTIC  OPTION 

20 

2 

Graphics  for  RS/6000 

POWER  GT4X,GT48iGT3 

20 

4 

Graphics  for  Structures 

STRAP 

23 

3 

Graphics  for  Xi  Plus 

XIGRADIX 

20 

2 

IBM  Systems  Management 

IBM  SYSTEM  VIEW 

20 

1 

Icon  Toolkit 

DEC  RT  INTEGRATOR 

21 

2 

Image  Management  6000 

DORODOC 

20 

4 

Ind.  System  Design 

AGE 

15 

4 

Insurance  Software 

IS/2 

20 

1 

Integrated  Accounting 

WESSEX  ACCOUNTING  SYSTEM 

22 

4 

integrated  Software 

CHECKBOOK 

20 

4 

Intellect  Language  in  C 

INTELLECT  400 

18 

4 

Interactive  Query  Tool 

PROJECT  ANALYSER 

21 

3 

Knowledge  Acquisition 

K-STATION 

22 

3 

Knowledge  Management 

TESTBENCH 

21 

2 

LanTool 

PLAN/1 

21 

1 

Library  Management 

REFWRITER 

17 

4 

Louvre  Design 

CADFILE 

22 

4 

Management  Assessment 

MENTA 

19 

4 

Management  of  AS/400 

OZONE 

17 

4 

Management  of  MVS/XA 
Manufacturing  &  Prod. 

(MV)MANAGER  FOR  MVS 

17 

4 

MPS/400 

19 

1 

Manufacturing  Software 

COSAR 

22 

4 

Map/Data  T  ransfer 

CADLINK 

20 

3 

Matrix  Solver  Parallel 

FAST  MATRIX  SOLVER 

23 

3 

MethodologyTool 

Multilingual  Systems 

METHOD/1* 

ACCESS  TOOLKIT 

21 

21 

1 

1 

Neural  Network DevTool 

NEURALWORKS  PROFESSIONAL 

19 

1 

Neural  Networks 

AUTONET 

19 

1 

Numerical  Data  Display 

PV-WAVE:NAG 

16 

4 

Object  Orientated 

OBJECTWORKS/SMALLTALK  4.0 

19 

1 

Object  Oriented  Design 

OOSD/ADA 

22 

2 

Operating  System 

CONVEXOSV.9.0 

20 

2 

Order  Processing 

SCHEDULING 

19 

2 

Performance  Monitoring 

VTAM 

22 

2 

Personal  Finance 

CHEQUE-IT-OUT 

16 

4 

Personnel  Management 

RESOURCE 

18 

4 

Poplog  for  Windows 

POPLOG  V14.0 

21 

3 

Presentation  Manager 

CASE:  PM 

16 

4 

Production  Planning 

FINITE  CAPACITY  SCHEDULER 

19 

4 

Project  Management 

ADPS/SSADM 

21 

2 

Project  Workbench 

PROJECT  GRAPHICS  REL  3.0 

19 

4 

Resource  Manipulation 

MASS-1 1  CALENDAR 

20 

4 

Risk  Forecasting 

PREDICT 

19 

4 

Sales  and  Marketing 

ENSURE  PLUS 

19 

3 

Sales  Mana^ment 

Sales  Order  Processing 

ENSURE  PLUS 

19 

2 

ADVANCED  ORDER  ENTRY 

19 

2 

Security  System 

DAS-2 

21 

4 

Shop  Floor  Production 

GRASP 

19 

2 

Software  Development 

AIDA 

23 

4 

Software  Testing 

COMMAND  CENTRE 

22 

4 

Software  Testing 

SMARTTEST 

23 

4 

Sorting  Data 

PLSORT 

19 

1 

Space  Planner 

AUTOFORM  V.2.0 

19 

1 

Spreadsheet 

MASS-11 

23 

3 

Spreadsheet  for  RS/6000 

20/20  Spreadsheet 

20 

4 

Spreadsheet  Lotus  1  -2-3 

D 1-2-3 

18 

4 

Steel  Stockholding 

TRADER  400 

19 

2 

Systems 

LIFESPAN  V.7 

15 

4 

Systems  Analysis 

BACHMAN/ANALYST 

19 

1 

Taurus  Development 

CERT 

20 

2 

Telephone  Applications 

TELETAPS 

20 

3 

Ultrix/RISC  Environment 

CA-DISSPLAV.il 

21 

2 

Unix  Plant  Design  System 

PDMS-DESIGN 

17 

4 

Unix  Statistics 

INFORMER 

21 

3 

VAT  Control  System 

VAC 

17 

4 

24 


Software  World.  Vol.  23  No.  1 


